SUNDAY 


DEMS KNEW: 
HILL STINKS! 


‘Odor of failure’ had 
DNC boss looking to 
„dump her for Biden 


Former Democratic Party chief President Joe Biden and Sen. Bernie 
Donna Brazile (left) wanted to shut Sanders angled for the ticket’s top spot. 
down Hillary Clinton’s candidacy when Brazile seriously considered replacing 
the presidential nominee fell ill in Clinton with Biden and making Sen. 
September 2016 — and she says Vice Cory Booker his running mate. 
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